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EXCON 

E.O. 11652: N/A 
TAGS: ESTC, GW 

SUBJECT: PRE-LICENSE CHECK: KIENZLE APPARATE GMBH, 
7730-VS-VILLINGEN, PRINZ-EUGEN-STRASSE 20, FEDREP 

REF: OEA/CD SURVEY CASE 3-198 

1 . FAIRCHILD SYSTEMS TECHNOLOGY, SAN JOSE, CALIF. APPLIED 
FOR EXPORT LICENSE (BTR NO. A288026) TO SHIP ONE FAIRCHILD 
LARGE-SCALE INTEGRATED CIRCUIT TEST SYSTEM (SENTRY MODEL 
VII), TOTAL VALUE: 336,859 DOLLARS, TO SUBJECT FIRM. 

2. STATED END-USE: TO BE USED BY KIENZLE APPARATE GMBH 
IN THEIR MANUFACTURING FACILITY. 

3. APPLICATION SUPPORTED BY FEDREP IMPORT CERTIFICATE 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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NO. US 558586, DATED 10/28/77. 

4. WTDR REFERENCES CONSULTED; NO CURRENT REPORT ON FILE. 

5. THE PROFILE OF CONDITIONS THAT ORDINARILY ATTEND TRANS- 
ACTION FOR SUCH EQUIPMENT: A) ULTIMATE END-USER WOULD BE 
ESTABLISHED FIRM EMPLOYING HIGHLY SKILLED TECHNICIANS, 
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B ) NUMBER OF EMPLOYEES IN RANGE 50 TO 100, C) ROOMS WHERE 

EQUIPMENT TO BE INSTALLED WOULD MEET LABORATORY STANDARDS, 
E.G., CONTROLLED TEMPERATURE, DUST/DIRT FREE, D) OVERALL 
MANUFACTURING FACILITY WOULD CONSIST OF SEGREGATED OPERA- 
TIONS, I.E., SERIES OF ROOMS FOR VARIOUS PRODUCTION 
STAGES SUCH AS SLICING, POLISHING, CHEMICAL PHASE, PHOTO 
AREA ETC. 

6. SUCH A FACILITY WOULD ALSO NEED 10,000 SQUARE FEET OR 
MORE OF FLOOR SPACE, GENEROUS WATER SUPPLY, ELECTRIC 
POWER INPUT OF 1,000 AMPS 1 10V/100KW-WITH CABLE FROM 
STREET TO FACTORY VISIBLE. IF CABLE BURIED, THEN BIG 
SERVICE BOX WOULD INDICATE PRESENCE/LOCATION. 

7. LEITMOTIF RECENT INVESTIGATIONS REVEAL ATTEMPTS TO 
SIMULATE AB O VEMENTIONED PRE-INSTALLATION CONDITIONS, I.E., 

EDO USUALLY TOLD ABOUT OR TAKEN TO BUILDING SITE WHERE 
EQUIPMENT TO BE INSTALLED WHEN CONSTRUCTION COMPLETED OR 
BUILDING SPACE RENOVATED. EDO CAN GUARD AGAINST SUCH RUSE 
BY BEARING IN MIND THAT IT IS NOT FINANCIALLY FEASIBLE 

TO PURCHASE SUCH EXPENSIVE EQUIPMENT UNLESS IT IS IN- 
STALLED AND IN USE BY COMPETENT PERSONNEL WITHIN RELATIVE- 
LY SHORT PERIOD OF FEW WEEKS. 

ACTION REQUESTED: 
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8. CONTACT ULTIMATE CONSIGNEE TO DETERMINE BONA FIDES OF 
TRANSACTION. IF SUBJECT FIRM HAS NOT ALREADY SUPPLIED 
WTDR INFORMATION, REQUEST THEY DO SO. 

9. PLEASE CABLE RESULTS PRE-LICENSE CHECK SOONEST. VANCE 


LIMITED OFFICIAL USE 


NNN 
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